150     DOCKETED ITEMS

9106190256 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-528/91-
04,50-529/91-04 & 50-530/91-04 on 910217-0330. Corrective actions:fire extinguisher
removed from svc & checked & as-built drawings for Units 1 & 3 updated.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
91/06/13. Document Control Branch (Document Control Desk). 12pp. 58195:295-

R. Periodic operating reports & related correspondence

9106180417 Monthly operating repts for May 1991 for PVNGS Units 1,2 & 3.W/910614
Itr.

CHAVET.K.A., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear
Power Project). 91/05/31. 16pp. 58171:191-58171:206.

S. Reportable occurrences, LERs & related correspondence

9106120084 Part 21 rept re unavailablity of qualification repts on designated replace-
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure of
power supply rendering single channel area monitor inoperable.
PARKER.J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp
58109:025-58109:026.

9106040418 Forwards suppl to Rev 0 to Incident Investigation Rept 3-3-91-014, "Un-
identified Ball Bearings Found in Containment," in response to H Wong request for
results of investigation in 910409 event.

LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project) 917
05/16. MARTIN.J.B. Region 5 (Post 820201). 2pp. 57917:335-57918:024.

-9106040422 "Unidentified Ball Bearings Found in Containment" on 910409.
REEVES.G.R. Arizona Public Service Co. (formerly Arizona Nuclear Power Project) 3-
3-91-014 S01 ROO. 91/05/13. 49pp. 57917:337-57918:024.

9106140167 LER 91-001-01:on 910315,safety valves discovered out of tolerance limits
specified in Tech Spec.Caused by setpoint drift.Two PSVs out of tolerance upon initial
testing & required adjustmentW/910609 Itr.

BRANDISH.T.R., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear
Power Project). 91/06/09. 9pp. 58178:025-58178:033.

9106250219 PNO-V-91-011:on 910619,unit manually tripped following inadvertent actu-
ation of containment spray.Approx 3,300 gallons of water from RWST sprayed into
containment.Reactor coolant pumps meggered w/satisfactory results.
ANG.A.,   RINGWALD.F.   Region   5   (Post   820201).   91/06/19.   2pp.   58221:086-
58221:087.

9106260125 PNO-V-91-011A:on 910619,inadvertent containment spray of approx 3 000
to 5,000 gallons of heated water sprayed into sys before spray pumps
stopped.Caused by test relay hold push button not installed correctly.Updated rept
ANG.W. Region 5 (Post 820201). 91 /06/19. 1p. 58205:086-58205:086.

9106270296 Special Rept 3-SR-91-003:on 910619,inadvertent containment spray actu-
ation sys signal received.resulting in inoperability of both trains of containment spray
sys. Containment spray pump restored & agencies notified.

LEVINEJ.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 91 /
06/20. Document Control Branch (Document Control Desk) 2oo 58268-220-
58268:221.

V. Operator Examinations

9106240092 Expresses NRC concern re licensed operator training program per 910520-
24 exam of testing matls.Licensee should resolve remaining training or simulator prob-

MARTIN.J.B. Region 5 (Post 820201). 91/06/10. CONWAY.W.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 58185:207-58185:209.

9106240068 Forwards ref matl requirements requested for evaluation of requalification
program & licensed personnel scheduled for wks of 910909-27
KIRSCH.D.F. Region 5 (Post 820201). 91/06/14. CONWAY.E.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 11pp. 58185:183-58185:193.

DOCKET STN-50-560 BOPSSAR

P. Operating license stage documents & correspondence

9106190227 Concludes that TVA has satisfactorily met all requirements of confirmatory

VARGA.S.A.    Division   of   Reactor   Projects   -   l/ll    (Post   870411).   91/06/12
NAUMAN.D.A. Tennessee Valley Authority. 3pp. 58167:103-58167:105.

DOCKET 50-601 RESAR SP/90

DOCKET 50-602 UNIV. OF TEXAS RESEARCH REACTOR

A. Application/construction stage documents & correspondence

9106040254 Requests extension of CP CPRR-123 for four addl months to provide time
for review of NRC questions.Current expiration 910630.Final response & amended
SAR being sent by separate Itr.

BAUER.T.L Texas, Univ. of, Austin, TX. 91/05/24. ADAMS.A. Non-Power Reactors,
Decommissioning & Environmental Proj. Dir. (Post 901216). 2DD 57918-174-
57918:175.

9106050240 Forwards Rev 1,01 to SAR,response to NRC questions.per 910222 request
for addl info & list of matl subj to license request.

BAUER.T.L, WEHRING.B.W. Texas, Univ. of, Austin, TX. 91/05/24. ADAMS.A. Stand-
ardization Project Directorate (Post 901216). 13pp.. 57920:025-57920:345.

-9106050244 Rev 1.01 to SAR.
* Texas, Univ. of, Austin, TX. 91/05/31. 250pp. 57920:038-57920:345.

DOCKET STN-50-605 GE ADVANCED BWR DESIGN

A. Application/construction stage documents & correspondence

9106040123 Summary of 910514 meeting w/NUMARC,EPRI,GE,C-E & Westinghouse re
schedules for review of future LWR projects. List of attendees encl.
KENYON.T.J. Standardization Project Directorate (Post 901216). 91/05/22. Standardi-
zation Project Directorate (Post 901216). 54pp. 57917:279-57917:334.

9106050349 Daily highlight re meeting w/GE on 910531 to discuss Reactor Sys Branch
open issues for advanced BWR review.

POSLUSNY.C. Standardization Project Directorate (Post 901216). 91/05/28.
MURLEY.T., MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. 4pp.
57905:044-57905:047.

9106260266 Discusses review of Chapter 12 of advanced BWR SSAR. Recommends
that viable options to resolve radiation protection issues be discussed as soon as pos-
sible.

CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216).
91/06/21. MARRIOTT.P.W. General Electric Co. 4pp. 58217:338-58217:341.

E. NRC Safety Evaluation Report (SER), suppls & correspondence

9106140092 Forwards draft safety evaluation rept re review of application for certificate
of advanced BWR design.Copies of rept sent to ACRS for review & placed in PDR.
CRUTCHFIELD D. Division of Advanced Reactors & Special Projects (Post 901216).
91/06/10. MARRIOTT.P.W. General Electric Co. 150pp. 58158:082-58159:087.

DOCKET 50-606 ARKANSAS TECH UNIV., UNIT 1

A. Application/construction stage documents & correspondence

9106050363 Informs of established schedule.allowing NRC to receive univ response to
NRC 910128 request for addl info for SAR by 910830,per 891113 application for CP/
OL for reactor.

KERSH.K. Arkansas Tech Univ., Russellville, AR. 91/05/30. ADAMS.A. Non-Power
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 1p. 57918:236-
57918:236.

DOCKET 52-002 SYSTEM 80+ STANDARDIZED NUCLEAR POWER PLANT DES.,

9106040123 Summary of 910514 meeting w/NUMARC.EPRI.GE.C-E & Westinghouse re
schedules for review of future LWR projects. List of attendees encl.
KENYON.T.J. Standardization Project Directorate (Post 901216). 91/05/22. Standardi-
zation Project Directorate (Post 901216). 54pp. 57917:279-57917:334.

9106260398 Forwards Rev 6 to Topical Rept CENPD-210. "Description of Nuclear QA
Program."

KENNEDY.E.H. Combustion Engineering, Inc. 91/06/13. BRACH.E.W. Document Con-
trol Branch (Document Control Desk). 8pp. 58237:001-58237:056.

-9106260402 "Description of Nuclear QA Program."

* Combustion Engineering, Inc. CENPD-210 R06. 91/06/13. 48pp. 58237:009-
58237:056.

DOCKET DOCKET UNKNOWN

9106210237 Ack receipt of 640414 Itr advising of appointment of CW Keller as Nuclear
Accountability & Licensing representative for Nuclear Div.Martin Co.
JOHNSON.L. Atomic  Energy  Commission  (Pre  750119).  64/06/06.  ALPER.W.H.
Martin Marietta Corp. 1 p.

A. Application/construction stage documents & correspondence

Westinghouse Electric Corp. 2pp. 57916:274-57916:276.

-9106050389 Notice of availability of SER & preliminary design approval re preliminary
design of std nuclear steam supply ref sys, RESAR SP/90

WILSON J.N.  Standardization  Project  Directorate  (Post  901216).  91/05/22.   1p.
57916i276-57916:276.

DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL

DOCKET 70-0008 BATTELLE COLUMBUS DIV. (BATTELLE MEMORIAL
INSTITUTE),

9106180295 "Environ Monitoring Rept for CY89 on Radiological & Nonradiological Pa-
rameters." W/910610 Itr.

TOY.H.L., KIRSCH.G.E. Battelle Memorial Institute, Columbus Laboratories. BCO
0690. 89/12/31. HAUGHNEY.CJ. Advanced Fuel & Spent Fuel Licensing Branch.
75pp. 58167:001-58167:071.izona Public Service Co. (formerly Arizona Nuclear Power Project).
